Glossary of Acronyms

CAST           Calf Antibiotic Sulfonamide Test; also, Council for

Agricultural Science and Technology

CAT             Computer-Assisted Axial Tomography

CDC             Centers for Disease Control, Public Health Service,

U.S. Department of Health and Human Services

CFR             Code of Federal Regulations

CHC             Chlorinated Hydrocarbons

CLS             Commission on Life Sciences

DES             Diethylstilbesterol

DHHS           Department of Health and Human Services (formerly DHEW,

Department of Health, Education, and Welfare)

DNA            Deoxyribonucleic Acid

EDB             Ethylene Dibromide

ELISA        Enzyme-Linked Immunosorbent Assay

EPA            Environmental Protection Agency

FAO             Food and Agriculture Organization of the United Nations

FDA            Food and Drug Administration, Public Health Service,

U.S. Department of Health and Human Services

FNB             Food and Nutrition Board

FSIS           Food Safety and Inspection Service (formerly FSQS, Food Safety

and Quality Service) of U.S. Department of Agriculture

GLC             Gas-Liquid Chromatography

HACCP        Hazard Analysis Critical Control Point

HPLC           High-Performance Liquid Chromatography

LAST           Live Animal Swab Test

MAB            Monoclonal Antibody

MARCIS      Microbiological and Residue Computer Information System

MMWR          Morbidity and Mortality Weekly Report (published by CDC)

MS               Mass Spectrometry

NAS             National Academy of Sciences

NELS           New Line Speed

NMR            Nuclear Magnetic Resonance

NOEL          No-Observed-Effect Level

NRG            National Research Council

NRP            National Residue Program

NTI            New Turkey Inspection

PAH             Polycycllc Aromatic Hydrocarbons

PCB             Polychlorlnated Biphenyls

STOP           Swab Test on Premises

TLC             Thin Layer Chromatography

TQC            Total Quality Control (FSIS-lnitiated program)

USDA          U.S. Department of Agriculture

VMO            Veterinary Medical Officer
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